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[Abstract:] Encloses resignation of Mr. Henry S. Garrett. 

Mint of the United States at Philadelphia, Pa., 

Coiner’s Office, 

February 10, 1893 

Hon. O.C. Bosbyshell 
Superintendent 

Sir: 


I enclose herewith the resignation of Mr. Henry S. Garrett on account of general debility, 
a Cleaner in this department to take effect February 15th. 

Mr. Garrett was the oldest employee in this Mint, having been appointed by Dr. Robert 
Patterson as a Machinist April 1845. 

He was foreman of the rolling room in the Coiner’s Department from 1867 to 1882, since 
which time he has served as Assistant Weigher, and Cleaner. 

Very Respectfully, 

W.S. Steel 
Coiner 

[Enclosed Letter:] 

Philada. 

February 9, 1893 

Mr. W.S. Steel 
Coiner U.S. Mint 

Dear Sir 

On account of continued sickness and general debility I hereby tender my resignation to 
take effect on the 15th of February 1893. 

Yours Truly, 

H.S. Garrett 
534 N. 19th St. 



